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Bulletin No. 808 (since 15t® March 2020) 


@) Positive Today: 11 4A Recovered Today: 05 
4 Death Today: 00 % Active Cases: 73 


S*’Y Sample Positivity today: 0.91% | R% Recovery Percentage: 96.14% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 92312 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 88746 (96.14%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3218 (3.49%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 275 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1194 
6. Total number of samples sent for COVID-19 testing today: 1371 
7. Total number of cumulative samples found negative since 01.01.2022: 12935594 
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Detailed Status of Sample Tested 
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COVID-19 Vaccination 


25th April 2022 


* Sessions Held Today: 934 

* Number of Beneficiaries Vaccinated Today: 16670 
*® Total Number of Beneficiaries Partially Vaccinated: 8805753 
* Total Number of Beneficiaries Fully Vaccinated: 8112869 
* Total Number of Beneficiaries Given Precaution Dose: 478377 


Details of Beneficiaries Vaccinated in Uttarakhand 


— : Last 24 hrs 


Cumulative 
Precaution 
Dose Precaution 
Coverage Dose 


Le Lae 18+ years | 18+ years 15 Abs 18 au 


1st Dose 2nd Dose Dose Dose Dose Dose 
Coverage Coverage Coverage | Coverage | Coverage | Coverage 


years 1st years 
Dose 2nd Dose 
Coverage | Coverage 


/Champawat | 5760 | 248 | i2g05 | soos _| 18486 | ima | 2255 | 2305 | 7579 | 7413 | 14784 | 202 | 23 
Haridwar | 9678 | 886 | 72409 | 35644 | 1512785 | 1449757 | 17784 | 17608 | aasa | 48430 | 51782 | 547 | 207 
Nainital | 23386 | 2877 | 4os30 | asii6 | 757363 | 730515 | 14195 | 13830 | 20106 | 20150 | 49344 | 1436 | 448 

Pari | t2si9 | 1204 | siris | 2aai3 | 453904 | azio7a | roa | 7926 | to99 | 17s | s4ai3_| 1224 | 205 
[Pithoragarn | 10602 | 505 | 23090 | 16723 | 327121 | 314923 | 4095 | sim | 320 | sar | 20002 | 178 | 110 _ 
Pudraprayag | 5301 | 236 | i249 | 9797 | 173534 | 159251 | 2460 | 2453 | 2602 | 2713 | 9557 | 53 | 38 
129 
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SARRATS VAT 


DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 


Ss*"Y Sample Positivity: 4.41% R% Recovery Percentage: 96.06% 
4X = CFR (%Death): 1.76% 44 Migrated Cases: 2.16% 

l. Total cumulative Positive COVID-19 detected: 437097 

Z. Total Number of COVID-19 Patients Treated/ Cured: 419896 

3. Total Number of COVID-19 patients migrated out of state: 9435 

4. Total Number of COVID-19 Deaths: 7693 

5. Total number of cumulative samples found negative: 9471347 

6. Total number of cumulative samples tested: 99038444 


Districts wise Status of COVID-19 


hae : , Positi Treated/ 
District Cumulative Negative ositive Cured till Cumulative emnineyincs 


samples Tested | Cumulative Cumulative Deaths Witaertclniitoes 


Almora 317376 300623 


Bageshwar | 255621 247766 7855 7682 
Chamoli 354599 339150 15449 15071 
Crane: 334899 325310 9589 9325 


| Dehradun 2425115 2279483 145632 140925 3701 


Total 9908444 9471347 437097 419896 7693 
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Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 





@® whatsapp No. 9412080544 


Details of District Control Rooms 


05963-221822, 05963-297515, 7895235220 
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